Phone 
7-7091 


Est.    1868 
Inc.    1899 


Authorized 

Distributor 

John  A. 

Roebling's 

Sons  Co. 


Engineers 

Pattern   Makers 

Founders 

Machinists 

Forge  Smiths 

Structural 
Workers 

Welders 


Reclamation 

and 

Irrigation 

Machinery 


Lumber   Mil 

and 

Industrial 

Plant 
Machinery 


Dredging 
Machinery 

and 

Clam   Shell 

Buckets 


Drag   Line 
Buckets 


Stockton  Iron  Works 


P.  O.  Box   1331 
STOCKTON,  CALIF. 


April  2,    19U7 


Mr.  Elmer  W.  Forslund 
Bank  of  America  Bldg. 
Stockton,  California 

Dear  Sir: 

We   have  been  asked  by  Mr,    J.   W.    Boulton, 
of  the  Reclamation  District  -//68I4.  to   send  an  estimate 
of  the   cost  of  a   special   check  valve   for  their  pump   on 
the   District.     Our  estimate  #81+11  gives  this   informa- 
tion. 

We  understand  that  the  price  is  needed  for 
the  district  meeting   on  April  9th*     With   our  estimate, 
we  are   enclosing  a  rou^h  sketch  of  the  valve  y/e  propose 
to  make. 

Yours   very  truly, 
STOCKTON    I HUH   rfOfiK 


W.    A.    McCUTCHA 
Assistant  Manager 
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